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Dear John: 

We can accept the proposed claim, but we cannot provide examples of 
expansion temperatures outside those already in the application (presumably 204° 
to 288°C). It should be pointed out respectfully that the expansion step is not 
at the heart of the invention and in fact was disclosed in the earlier Armstrong 
et al, U.S. Patent 3,771,533. It would be more appropriate if the claim were to 
end "...particles of solid carbon dioxide, followed by heating." In example 5 
where infra-red heaters were used the temperature was not noted. 

Please do what you think most advisable; if the narrower temperature 
limits must be accepted, so be it. 


Very truly yours, 



G, Esler Inskeep 


bjm 

cc: L. Turano 
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